REVISIONS 


This drawing, specifications, and concepts contained here in are the sole property of REV DESCRIPTION DATE INITIAL | APPROVED 
Red Barn Machine, and may not be reproduced or used in any fashion without the 
prior written permission of Red Barn Machine. 


RED BARN MACHINE 


ITLE 


ASSY [ASSY 
QTY | QTY 


B/O| Part # QTY Description Material B/O INFORMATION OR SPECIFICATIONS PG. P3 LEA K C H EC K A DAPTE R 


DWG NO. REV 
-1 1 |PLUG 6061 @2 X 2-1/8 2 PWC 70797 


“3 SLEEVE 6061 @2-1/4 X 7/8 3 UNLESS OTHERWISE SPECIFIED DRAWN BY: GILBERT 
DIMENSIONS ARE IN INCHES 
B/O| -5 2 |O-RING VITON FLUOROELASTOMER |030 MCMASTER-CARR #1201743 1 TOLERANCES ON: APPROVED D Wel 
B/O) -7 O-RING VITON FLUOROELASTOMER 028 MCMASTER-CARR #1201741 1 XXX + -005 FRACTIONS + 1/32 REAT 
.XX .01 o 
Bio] -9 | 1 fo-RING VITON FLUOROELASTOMER |015 MCMASTER-CARR #1201726 1 |X Ei ANGLESES SPET 
UNLESS OTHERWISE SPECIFIED 
B/O| -11 FITTING BRASS 1/8 X 1/4 HOSE MCMASTER-CARR #91465K11 1 1. BREAK ALL SHARP EDGES USED ON MODEL 
.015 x 45° PR .015 R 
B/O -13 1 |FITTING BRASS 1/4 X 1/4 HOSE MCMASTER-CARR #91465K91 1 2. DIMENSIONAL LIMITS APPLY AFTER PLATING BELL 


Bio] -15 HOSE RUBBER 1/20DX2' MCMASTER-CARR #5405K2 į || SCALE 1:2 DATE 5/12/2011 SHEET 1 OF 3 


This drawing, specifications, 


and concepts contained here in are the sole property of 


Red Barn Machine, and may not be reproduced or used in any fashion without the 


prior written permission of Red Barn Machine. 


MEDIUM KN 


R.O9 


ENGRAVE T/N 


URL 


1-1/2-12 UNF 


.20 


REVISIONS 


Ø .800 


DESCRIPTION DATE INITIAL | APPROVED 


4X Ø .125 V .85 


Ø1.100 B.C. 


PLUG 
.045 


m hho 


SECTION A-A 


RED BARN MACHINE 


™ P3 LEAK CHECK ADAPTOR | P3 LEAK CHECK ADAPTOR 


UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES 


DRAWN BY: 
APPROVED 


GILBERT 
LY Hel 


REAT 
INISH RED ANODIZE 
SPECMIL-A-8625F, TYPE Il, CLASS | 
USED ON MODEL 


FRACTIONS ¢ 1/32 
ANGLES +.5° 


UNLESS OTHERWISE SPECIFIED 
1. BREAK ALL SHARP EDGES 


.015 x 45° PR .015 R 
2. DIMENSIONAL LIMITS APPLY AFTER PLATING BELL 
SCALE: del DATE 5/12/2011 SHEET 2 OF 3 


This drawing, specifications, and concepts contained here in are the sole property of 
Red Barn Machine, and may not be reproduced or used in any fashion without the 


prior written permission of Red Barn Machine. 
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SECTION B-B 


2X R.O15 


DETAIL C 
SCALE 4: 
2 PLACES 


.079 — a= 
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REVISIONS 


2X Ø 1.740 O-RING 
GROOVE Ẹ 


2.250 
2X 40° | 


1/8-27 NPT SEE NOTE 


© 


SLEEVE 


DESCRIPTION DATE 


2X Ø.079 DROP HOLE 


INITIAL | APPROVED 


DETAIL D 
SCALE 2: 1 


NOTE: PIPE FITTING MUST NOT PROTUDE INTO THE 
INTERIOR WHEN FULLY THREADED. 


Rù RED BARN MACHINE 


[MP3 LEAK CHECK ADAPTOR | P3 LEAK CHECK ADAPTOR 
a PWC70797-3 


UNLESS OTHERWISE SPECIFIED | DRAWN BY: 
DIMENSIONS ARE IN INCHES GILBERT 
TOLERANCES ON: APPROVED D Wel 
DECIMALS s a4 


-XXX + .005 FRACTIONS + 1/32 


ANGLES +.5° 
UNLESS OTHERWISE SPECIFIED 


T 
INISH RED ANODIZE 
SPEQVIL-A-8625F, TYPE Il, CLASS II 
USED ON MODEL 


XX +. 
x t1 


1. BREAK ALL SHARP EDGES 


x 45° PR .015 R 
2. DIMENSIONAL LIMITS APPLY AFTER PLATING BELL 
SCALE: 412 DATE 5/12/2011 SHEET 3 OF 3 


